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SAPC- 24859 


Fah i958 


Ramo-Wooldridge Corporation 
Les Angeles, California 


Gentlemen: 


Reference is made to proposal CMCO Bos, No, 151X%5,831 
dated 18 November 1957 which set forth recommendations for 
support of System 4. 


Equipment List AA, FAK for System 4, has been reviewad 
and approved for only one (1) kit of spares for Customer No. 
1, 


Equipment List BE has been reviewed and is approved 
subject to deletions of items contained in the enclosed 


list. 
Equipment List OC has been reviewed and approved as 

listed for Customer No. 1 requirements, 25X1A 
For your information, a .: been reque to 

coordinate requested c r) se lists wit 25X1A 


tn an effort to keep the lists uniform if possible. 
Very truly yours, 


25X1A \s/ 
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